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TOBACCO INSTITUTE TESTING LABORATORY 

5454 Wisconsin Av e im u e 
CHEVY CHASE, MARYLAND 20015 

652-2042 


September 18, 1973 


Dr. William W. Bates 
Dr. Ivor W. Hughes 
Dr. Preston H. Leake 
Dr. Murray Senkus 
Dr. Alexander W. Spears 
Dr. Helmut Wakeham 


Gentlemen: 

Here is a copy of 
and nicotine results 
understand they are t 
Federal Register . 
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Sincerely, 



William L. Steele 
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Enclosure 

cc: Dr. W. B. Bennett, Jr. 

Mr. W. Brooks George 
Mr, Thomas W. Holley 
Mr. Frank Resnik 
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